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16 mi "tar", 11 mg. nicotine 
av. rei cigarette by FTC mett'iod 











NATIONAL ENQUIRER 
















































SURGEON GENERAL'S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 


bull atwork. 

I don’t need to smote it” 



£ WINSTON 
NO ADDITIVES 
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